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Treasury Department, 


BUREAU OF THE MINT, 


Washington DE, ... SPAS IG, 


Hon. Daniel M. Fox, 


Superintendent U. S. Mint, 
Philadelphia. 
Sar: 

On page 242 of the annual report of this Bureau for the 
fiseal year 1887 the number of gold dollars coined in the calen- 
-dar year 1856 is stated to have been 578,556. 

According to old records filed in this Department the coin- 
-age of 1856 was reported as follows (the first column giving 


date of letter of transmittal): 


50 May 159,170 Ist quarter 
4 Sept. 556, 860 and quarter 
15 Nov. 444,865 ord quarter 
( Sta : October 
29 Nov. 09, 867 November 
51 Dee. 242,406 December 
1,445,168 


You will see that, even with the data for October missing, 
the coinage of gold dollars of 1856 as reported at the time is 
864,812 more than printed in the report referred to. Can you 


throw any light on this matter, or supply the figures for October & 
Respectfully yours, 









NARA RG104, Entry 1, Box 157 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
April 3, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


On page 242 of the annual report of this Bureau for the fiscal year 1887 the number of 
gold dollars coined in the calendar year 1856 is stated to have been 578,356. 


According to old records filed in this Department the coinage of 1856 was reported as 


follows (the first column giving date of letter of transmittal): 





























30 May 139,170 lst quarter 

4 Sept. 556,860 2nd quarter 

13 Nov. 444 865 3rd quarter 

(?) (?) October 

29 Nov. 59,867 November 

31 Dec. 242 406 December 
1,443,168 











You will see that, even with the data for October missing, the coinage of gold dollars of 
1856 as reported at the time is 864,812 more than printed in the report referred to. Can you throw 


any light on this matter, or supply the figures for October? 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


